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the area of the orifice; and that this condition only ceases for a re-entrant nozzle when that (as in fig. 4) ceases to be convergent, and becomes the re-entrant tube treated of in Mr Froude's
Fig. 1.
Fig. 3.
Fig.
hydraulic theorem, which  has been laid before the Society in Sir William Thomson's communication.
This proposition is to be understood as being stated only for orifices very small in comparison to their depth below the free surface level of the statical water; and it may be noticed that it